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We make data big: 


Next level building automation engineered 
to help you make smart decisions. 
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In today’s buildings, the power of an innovative, easy-to-use 
automation system is a big deal. 








The power is in the platform. 


Since its beginning, Automated Logic has focused on one objective: developing innovative building automation 
systems with the latest technologies to offer operational freedom, flexibility and ease of use. Now more than 
ever, the WebCTRL® building automation system brings that objective to life—in a big way. 


Powerful, comprehensive building management with intuitive, 
point-and-click graphical access 

Dynamic color floor plans convey a quick understanding of 
building conditions 

Customizable graphics, schedules, trends, reports, and alarms 
nherent WebCTRL Environmental Index™ tool for measuring, 
analyzing, and comparing comfort conditions against setpoints, 
helping you balance comfort with efficiency 





And, best of all, this can Powerful WebCTRL Time-lapse™ graphics for analyzing and 


troubleshooting up to 24 hours of past building operation 





all be done anytime/anywhere, through a variety of Internet 
Built-in Fault Detection and Diagnostics (FDD), to help 


devices, from desktop PCs to web-enabled cell phones. anticipate, provide insight, and automatically respond to 
building issues 





